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PAGE 01 PALERM 00499 051547Z 

43 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 EB-07 COME-OO MED-03 /035 W 

019132 

R051500Z AUG 76 
FM AMCONSUL PALERMO 
TO SECSTATE WASHDC 1867 
INFO AMEMBASSY ROME 

UNCLAS PALERMO 0499 

E.O. 11652: N/A 

TAGS: OGEN, ETDR, EIND, TBIO, IT 

SUBJECT: FDA ADVISORY (RECALL NFMLT-125-6, SHARPLY POINTED 
END OF URETERAL CATHETERS 

REF: STATE 180742; ROME 11849 

ON RECEIPT OF REFTEL, THE CONSULATE GENERAL IMMEDIATELY CONTACTED 
DR. EMANUELE FIORE MANCINI, OWNER OF THE FIRM EMANUELE FIORE 
MANCINI, VIA BRIGATA VERONA 34. PALERMO. THE OWNER SAID HE HAD 
RECEIVED A LETTER FROM AMERICAN LATEX CORP., SULLIVAN, 

INDIANA DATED JUNE 22, 1976 REPEAT JUNE 22, 1976 CONCERNING THE 
TWO LOTS OF URETERAL CATHETERS. HE FOUND THAT ONLY 26 CATHETERS 
WERE LEFT UNSOLD AND HE IS GOING TO RETURN THEM. THE OTHER 70 
SOLD CATHETERS HAVE, ACCORDING TO MANCINI, ALREADY BEEN USED WITH 
NO PROBLEMS AS HE HASN'T HAD ANY COMPLAINTS. MANCINI WAS ADVISED 
TO CONTACT THE FIRM IF HE HAD ANY QUESTIONS ABOUT THE RECALL. 
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